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CHOOSING THE MOTOR FOR THE JOB 


IMPORTANT CONSIDERATIONS that must be accurately determined when choosing a Delco 


or Packard-(Sunlight) motor for a given application are: 
1. Type of power available. 
Conditions under which the motor must operate. 
Characteristics of the driven device (which determine the best type of motor for the job). 


Need for quiet operation. 


oS 


Direction of rotation. 


TYPE OF POWER AVAILABLE 


The purchaser must determine whether direct or alternating current is available and the voltage of 
the power supply. If an alternating current motor is to be used, the frequency (cycles) and number of 
phases must also be given. Any other pertinent information such as local power company restrictions 
which govern the size of motor used on lighting circuits, should be obtained. 


CONDITIONS UNDER WHICH THE MOTOR MUST OPERATE 


Delco and Packard-(Sunlight) motors are exceptionally well protected and insulated to withstand 
severe atmospheric and operating conditions. Where the motor is to operate under exceptional condi- 
tions, such as in an atmosphere containing inflammable gases, excessive temperature or moisture, acid 
or alkaline vapors, etc. full particulars should be supplied for the recommendation of our Engineering 
Department. Manual reset or automatic reset thermotrons are available as a part of the motor for over- 
load protection. 


CHARACTERISTICS OF THE DRIVEN DEVICE 


In applying a motor to an application, the required torque, speed, frequency of starting and dura- 
tion of starting period, as well as starting current limitations are vital factors in détermining the type 
and size of motor selected. If the motor accelerates and comes up to speed properly, the running load 
should be very close to the horsepower stamped on the motor nameplate. The peak load requirements 
are also important. 


Both Delco Products and Packard Electric have developed two general purpose lines of motors for 
single phase applications. 


1. Low starting torque (split phase)—available through 14 HP. 


2. High starting torque (capacitor start or repulsion start-induction)—one or the other of 
these types available through 5 HP. 


One of these two lines of motors can undoubtedly be applied in 90% of the applications encountered 
in the field. In addition “definite purpose”’ single phase motors have been developed, specifically designed 
with electrical characteristics and mechanical mounting dimensions to be “joh fitted” to the require- 
ments of a specific industry. Examples of “definite purpose” motors widely used are: washing machine 
motors, oil burner motors, explosion proof motors for gasoline pumps, motors for belted fans and 
blowers, etc. 


NECESSARY DEGREE OF QUIETNESS 


Delco and Packard-(Sunlight) resilient mounted motors are particularly designed for quiet opera- 
tion. Where quietness is especially important full information should be given so that we may recom- 
mend the motor best suited to your particular installation. 


DIRECTION OF ROTATION 


The direction of rotation on all standard Delco motors is counter-clockwise viewed from the end 
of the motor opposite the shaft extension. This is the standard direction of rotation as recommended 


by NEMA. 


The majority of the standard General Purpose Delco motors have terminals provided which permit 
reversing rotation at the junction box. There is no additional charge made for reversed rotation if speci- 
fied on the order. 
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ee 
Motor No. Application Page 
No. Seapeees No. Page No. 
A- 206 yy Capacitor Start Compressors, Pumps, Stokers, Etc. 36 
A- 215 \% 36 
A-1828 | 1% | Split Phase Bench Grinder with Scratch Brush 36 
A-1843 lz as Bench Grinder 36 
A-3170 | 14 | Capacitor Start Compressors, Pumps, Stokers, Etc. 36 
A-3180 \% ri a 36 
A-3579 | 1% i ry 36 
A-3589 | 4 = a 36 
A-3599 | 4 “ = 37 
3746 | 1% | Direct Current All Applications 
3747 % ‘ . 
3748 \% ec ee 
A-3900 j ee ee 
A-3901 l ee ee 
A-3902 1 ee ee 
A-3920 1% ee ee 
A-3944. A ee ee 
A-3945 | 4 _ a 
A-3946 | 4 “s “g 
A-4018 \% | Split Phase Fans, Blowers, Machinery Driven Through Clutches, 
Etc. 36 
A-4385 | 114 | Repulsion Induction Compressors, Pumps, Stokers, Ete. 
A-4750 | 14 | Direct Current All Applications 
A-4751 \ = : 
A-4752 i “s - 
A-4756 \% - ee 
A-4757 \% Ka - 
A-4758 ly ee ee 
A-4783 4 ee ee 
A-4784 4 pe : 
A-4785 | 4 wl a 
A-4789 Y% “ ee 
A-4790 ly ee ec 
A-4791 \y ec ec 
A-4952 34 ee ee 
A-4953 34 ee ee 
A-4954 34 ee ee 
A-4957 1B ec ee 
A-5058 | % | Capacitor Start Compressors, Pumps, Stokers, Etc. 36 
A-5078 | 4 36 
A-5108 \% | Split Phase Fans, Blowers, Machinery Driven Through Clutches, 
Ete. 36 
A-5109 | \% ie “a 36 
A-5119 |} 4 “ ae 36 
A-5129 | \% i 36 
A-5139 | 4 “a ? 36 
A-5144 \% “i Blowers and Fans 36 
A-5440 | 4 “s ‘i 36 
A-5455 | Capacitor Start Compressors, Pumps, Stokers, Ete. 36 
A-5490 YY ‘ 36 
A-5574 | 14 | Split Phase Dish Washers 36 
A-5668 lg | Capacitor Start Compressors, Pumps, Stokers, Ete. 36 
A-5950 ig r “ 36 
A-6290 \% " al 36 
A-6291 yy c ™ 36 
A-6292 ly “* s 36 
A-6391 iy ts Blowers and Fans 37 
A-6393 | 3% * " 37 
A-6681 ly 4 ” 37 
A-6686 | 34 a - 37 
YA-6731 \% ' Jet Pumps 36 
A-7287 le “ Compressors, Pumps, Stokers, Ete. 36 
A-7350 | 14 | Split Phase Blowers and Fans 36 
A-7369 yy si [roners 36 
A-7430 ve Dish Washers 36 
A-7470 | 2 Direct Current All Application 
A-7471 | 2 * ™ 
A-7473 | 3 ‘a ” 
A-7474 | 3 ‘ " 
A-7570 | 1 Repulsion Induction Compressors, Pumps, Stokers, Ete. 
A-7900 l ly ec ec 
A-7901 2 ee ee 
A-7902 3 ee ee 
A-7945 | 5 = 
A-7956 lg | Split Phase Washing Machines, Small Tools, Fans, Blowers, Ete. 
of Short Annual Service 36 
A-7964 | is 36 
A-7967 | 34 | Capacitor Start Compressors, Pumps, Stokers, Etc. 37 
A-7978 | % i i 37 
A-7979 34 ec ec 37 
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DELCO MOTORS 





INDEX (Continued) 


Connection Diagram 
Motor No. Type Application 6) | i 
No. Diagram No. Page No. 


A-8040 | 1% | Repulsion Induction | Compressors, Pumps, Stokers, Ete. 
A-8045 | 34 " = 
A-8050 | % | Capacitor Start (a 36 
A-8051 \% és 7 36 
A-8052 ly ee ee 36 
A-8060 | 4 a os 36 
A-8061 A ”" a 36 
A-8062 | 4 *s = 36 
A-8070 le “ - 36 
A-8071 4 - si 36 
A-8072 i " 36 
A-8080 | \% “ a 36 
A-8081 \y . ‘i 36 
A-8082 i = 36 
A-8090 | 4 si es 36 
A-8091 4 * e 36 
A-8092 | 4 _ ™ 36 
A-8150 | \% = we 36 
A-8151 i 7 “ 36 
A-8152 | % = a 36 
A-8200 Y | Split Phase Fans, Blowers, Machinery Driven Through Clutches, m 

Etc. 3 
A-8201 \% - ™ 37 
A-8202 | \%& - - 37 
A-8210 | 4 2 - 36 
A-8211 A ee ee 37 
A-8212 | 4 si a 37 
A-8220 4 i s 36 
A-8221 i mF % 37 
A-8222 | \% “ " a7 
A-8230 | \% a ™ 36 
A-8231 Y% ss om 37 
A-8232 l¢é ee ee 37 
A-8240 yy ee a 4 36 
A-8241 Vy “ = a7 
A-8242 | \G = " a7 
A-8250 | a = 36 
A-8251 lg a 37 
A-8252 |} \% - . 37 
A-8260 | \% ms Blowers and Fans 37 
A-8270 | a - 37 
A-8280 | 4 - 37 
A-8290 | 14 | Capacitor Start is 36 
A-8295 | \% | Split Phase Oil Burners 36 
A-8297 \% ” = 36 
A-8350 4 ue Washing Machines, Small Tools, Fans, Blowers, Etc. 

of Short Annual Service 36 
A-8375 YY *e Blowers and Fans 36 
A-8380 | 14 2m “ 36 
A-8400 | 14 .. Cellar Drainers or Sump Pumps 36 
A-8424 | 4 = Jet Pumps 36 
A-8425 | 1% | Capacitor Start 36 
A-8426 | 34 es _ 36 
A-8427 3 ™ 37 
A-8450 Shaded Pole Small Fans 
A-8451 * 
A-8452 ™ 


A-8453 
A-8454 
A-8455 
















Connection Diagram 
Page ?"_____—————= 
No. Diagram No. Page No. 






Bench Grinder with Scratch Brush 
Bench Grinder 










Split Phase 





Capacitor Start 
ee 






196 ba 

197 Split Phase = 

198 Capacitor Start 3 

199 ee ee 

200 Split Phase Bench Grinder with Scratch Brush = 
S-6947 = Washing Machines, Small Tools, Fans, Blowers, Etc. 


of Short Annual Service (Ball Brg.) 
ny 


37 


























PACKARD-SUNLIGHT MOTORS 
INDEX (Continued) 


| Connection Diagram 
Motor No. Type Application Page —— eC” 
No. Diagram No. Page No. 

















S-6993 | 1 | Split Phase Oil Burners ° 38 
S-7018 yy - - 5 38 
S-7042 4% Blowers and Fans 3 38 
S-7046 Y% " 6 38 
S-7047 A al 6 38 
S-7086 yy Washing Machines, Small Tools, Fans, Blowers, Ete. 
of Short Annual Service 1 37 
S-7092 yy mg 1 37 
S-7103 4 | Capacitor Start Compressors, Pumps, Stokers, Etc. 2 38 
S-7174 | % | Split Phase Blowers and Fans 6 38 
S-7210 Y& | Capacitor Start Compressors, Pumps, Stokers, Etc. 2 38 
S-7211 Ye " sa 2 38 
S-7214 | 46 | Split Phase Blowers and Fans 1 37 
S8-7215 yy 7“ ™ 1 , 
S-7216 es - ‘i 1 37 
S-7247 yy i, Home Workshops, Small Tools, Etc. ] 37 
S-7248 | 1% | Capacitor Start . q 37 
S-7268 | 14 | Split Phase Cellar Drainers or Sump Pumps 4 38 
\ S-7279 | 4 - Home Workshops, Small Tools, Ete. 1 37 
S-7280 | 1% | Capacitor Start em 3 38 
S-7281 ly | Split Phase. Cellar Drainers or Sump Pumps 4 38 
S-7284 i ™ Washing Machines, Small Tools, Blowers, Etc., or 
Short Annual Service 1 a7 
S-7285 \y 1 37 
S-7286 V4 1 37 








Available No. 5214686—8 Foot 18 Gauge Cord and Plug Equipped with Two Eyelets for No. 8 Screw. 











FANS, BLOWERS, C‘(C(CSCSCTT.. General Purpose Méoffos 
‘MACHINERY DRIVEN THROUGH CLUTCHES, ETC.—\— 


SPLIT PHASE—CRADLE TYPE RUBBER RING 

MOUNTING—CONTINUOUS DUTY-—OPEN FRAME 
SLEEVE BEARING—tREVERSIBLE-115 VOLT, 

60 CYCLE, 1725 R.P.M. 


- P ~ 




































aepepet> Tole fo fe [e[ = [> [o [ou [> Pa 
A-8200 6% | 8 | 10% | 3% | 4 | 3 | 2 | om | % | 256 | 6b | CW. 
A-8210| 1 | % | 6% | 81g | 10% | 3% | 4 | 3 | 2 | 6% | % | 2% | 65% C.W. 
4-620 aig|io% |3%e]4]3 2 |e | % 6% | _ CW. 
A-s108| 2 | 3% | 6 | 5 | 10% | 3 | 4 | 3 | 13% | 6% C.W. 
a-siso[ 2 | [6% [5 [10% | 3%] 4] 3 || ow | 4 | 2% | om) Cw. 


A-aois|'2 | 34 | 6 | 5 | 10% | 3 | 4 | 3 | 1% C.W. 


ED ana RESET THERMOTRON EQUIPPED 


115 VOLT, 60 CYCLE, 1725 R.P.M. 
Ama] 1 [| 1 os [ea lom [sels fs l2 lo] & |e | Om 


A-szi2[ 1 | 4 | 6% | a [10% | 3% | 4 | 3 | 2 | ow | 56 | 256 | 6% 
-222 1 | % [6% | se[io% [3% | 4 | 3 | 2 | ow | %% | 256 | 656 


PTD automatic RESET THERMOTRON EQUIPPED 


115 VOLT, 60 CYCLE, 1725 R.P.M. 


Aol 1 [| [os [Selim [se] s+ [3s [2 [mM] %]% 1% | Cw. 
asmit1 | % | 6% | [10% | 344] s [2 | 6 | % | 2% | o% | cw. 












a-sa| 1 | % | 6% | ergliom% [ae ls 1s [2 [ox | % | 2% | 6% | Cw. 
A-5109| 2 | % | 6% 10% | 34 | 4 | 3 | 1% | 6% | % 634 C.C.W. 
A-5119| 2 | \% 10% | 3% | 4 | 3 | 1% | 6% | 634 C.C.W. 
A-5129| 2 | % | 6% 105% | 3% | 4 | 3 | 1% | 6% | & 634 C.C.W. 


*Dimension given is full distance between mounting holes or double distance to center line 














General Purpose Motors__._——=—————ssssSsSsSCSsC(CSCsC‘CSC(CSCSSS__FANSS, BLOWERS, 
MACHINERY DRIVEN THROUGH CLUTCHES, ETC. 


DELCO) SPLIT PHASE—RIGID MOUNTING—CONTINUOUS 


DUTY —OPEN FRAME-—SLEEVE BEARING—‘REVERSIBLE— 


115 VOLT, 60 CYCLE, 1725 R.P.M. 





¢ OF MOTOR _ 


Oo. 
= pew fae pes pa a wl a 
= BCCI [om 


ED nv anva: RESET THERMOTRON EQUIPPED 


115 VOLT, 60 CYCLE, 1725 R.P.M. 


SCAR ace 
ICICI 
Pon [Pro Poe Poo [2 [oe | [| oe 


ED acromanic RESET THERMOTRON EQUIPPED 


115 VOLT, 60 CYCLE, 1725 R.P.M. 


Lx ppp [a] we] 
ICI 
x fos To Poonf onto] [= | x] «fo om 


*Dimension given is full distance between mounting holes or double distance to center line. 













A-8252 


















WASHING MACHINES, SMALL TOOLS, FANS,.__________ General Purpose Motors 
SUeWERS (GIC., OF SHORT ANNUAL. SERVICE —_ & &#&#é + é é é  —.°} —— 


CITED seu PHASE-SPECIAL SERVICE TYPE-RIGID 


MOUNTING WITH END FRAMES MACHINED TO 1.693” TO 1.698” SO RIGID BASE MAY BE REMOVED AND STAND- 
ARD DIAMETER RUBBER -RINGS CAN BE PRESSED ONTO MACHINED END FRAME HUB AND CRADLE 


tresiient mountinc = OPEN FRAME—SLEEVE BEARING— 


TREVERSIBLE—115 VOLT, 60 CYCLE, 1725 R.P.M. 





tRotation Pulley 
End as Motor 


Is Shipped 










P.| B.). 262/52 b"-8 [iw | Pp 
rer ee 
t Use Part No. 5511929 Package consisting of 2 rubber rings, 1 cradle base of 3” x 4” mounting hole spacing, latches and 
other necessary parts for installation. 


SPLIT PHASE—SPECIAL SERVICE TYPE—CRADLE 
TYPE RUBBER RING MOUNTING—OPEN FRAME-—SLEEVE 
BEARING —NOT REVERSIBLE—C.C.W. ROTATION PULLEY 
END —AUTOMATIC RESET THERMOTRON EQUIPPED — 115 
VOLT, 60 CYCLE, 1725 R.P.M. 









ars 
TPE PEPE P= 
a feate [ola fs] | aml om] el 2 | 


*Dimension given is full distance between mounting holes or double distance to center line. 











1% 























General Purpose Motors WASHING MACHINES, SMALL TOOLS, FANS, 


BLOWERS, ETC., OF SHORT ANNUAL SERVICE 





| SPLIT PHASE—SPECIAL SERVICE TYPE—CRADLE 

t TYPE RUBBER RING MOUNTING—OPEN FRAME-BALL 

BEARING—‘REVERSIBLE— AUTOMATIC RESET THERMOTRON 
EQUIPPED—115 VOLT, 60 CYCLE, 1725 R.P.M. 











tRotation Pulley 


[ox [s [wo [se [+ [3 [im [ox [es PH coq 
PACKARD 
Loe SPLIT PHASE—RIGID MOUNTING-INTER- 


MITTENT DUTY—OPEN FRAME-—SLEEVE BEARING—‘REVERS- 
IBLE—115 VOLT, 60 CYCLE, 1750 R.P.M. 


exe 












a as a 
| rok EF | BA F rl 
B 
a 
tRotation Pulley 


Is Shipped 
% 4 


*Dimension given is full distance between mounting holes or double distance to center line. 






















WASHING MACHINES, SMALL TOOLS, FANS,_____ General Purpose Motors 
BLOWERS, ETC., OF SHORT ANNUAL SERVICE —__——————S—SFSCSCS3;7; C CCS 


PACKARD SPLIT PHASE—RIGID MOUNTING-—INTER- 


MITTENT DUTY—OPEN FRAME-BALL BEARING—‘REVERS- 





IBLE—115 VOLT, 60 CYCLE, 1750 R.P.M. 








. R ion P 
oe A C F N u | Bal o 
oO. Is Shipped 
sot_| wf fe [map |e [> [mele [a [aa] oa] cow 
saw | fon [+ Pow foe De fe Do os De [oe [one] cow 


PACKARD SPLIT PHASE—CRADLE TYPE RUBBER RING 
MOUNTING—INTERMITTENT DUTY—OPEN FRAME-—SLEEVE 


BEARING—‘REVERSIBLE—115 VOLT, 60 CYCLE, 1750 R.P.M. 











a pa ee Po fae 
Te [ow [ox [oe [om [oe [> [oe | [ave | oe 


*Dimension given is full distance between mounting holes or double distance to center line. 
































General Purpose Motors__._——ssSSSSSSSSSSSSSSSCSsSMH HOME: WORKSHOPS, 
Seas SC, HAR A NT A EE BESTE TEMES 


PACKARD SPLIT PHASE—RIGID MOUNTING-—INTER- 


MITTENT DUTY—OPEN FRAME-—BALL BEARING—DOUBLE 
SHAFT EXTENSION—‘REVERSIBLE—115 VOLT, 60 CYCLE, 
1750 R.P.M. 

















tRotation Pulley 
as Motor 


n o 
Is Shipped 
| | ore | 4 | 10%] 324 | 4 | 3 | ye | 1% [66 | 24 | 16 | 2% | OMe 


C.W. 
PACKARD 
Tortie SPLIT PHASE—RIGID MOUNTING —CONTIN- 
UOUS DUTY—OPEN FRAME-BALL BEARING — DOUBLE 


SHAFT EXTENSION —‘REVERSIBLE—115 VOLT, 60 CYCLE, 
3450 R.P.M. 


Fes LTT 
Lt AGA Ee oe 
2 dab 
X > Y 
[sey 4{ |i 
| E E | BA , hi, 
BEER ee 


| | ors] 4] tore] are | 4 | 3] | 1%] o6| 4] 2% [1] Ore 


*Dimension given is full distance between mounting holes or double distance to center line. 























TRotation Pulley 
End as Motor 
Shipped 








COMPRESSORS, PUMPS,__________-—==ss—s—CSsi‘(CSCSCSCSCSCSCCG rnd Purpose: Moofcorr's 


STOKERS, ETC. 


DELCO | CAPACITOR START—INDUCTION RUN-—RIGID 


MOUNTING—HIGH TORQUE—CONSTANT SPEED—CONTINU- 
OUS DUTY—OPEN FRAME-SLEEVE BEARING—'REVERSIBLE 


Ye, Y% and Y, H.P., 115 VOLT—'2 and % H.P., 
115-230 VOLT, 60 CYCLE, 1750 R.P.M. 












































ae 
oe 
?) 
S| 
2 
Ei 


3 


foe) 

or aa 
~— 

¢ aN 


. 
~] 
S=) 
N 
~] 
ho 
NS 
oe) 
=" 
AN 
N=) 
nr 
&S\ 


— 
— 
on 
pa 
oN 
=) 
x 
“= 
ON 
ww 
NN 
cn 
bo 
oN 
“2 
aX 
Pa 
*} #1 s/s) 8| 5 
NO | nN | KN] Ye 
bp 
ge 


*Dimension given is full distance between mounting holes or double distance to center line. 
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tRotation Pulley 
ind as Motor 
Is Shipped 


C.W. 
C.W. 
C.W. 
C.W. 


C.W. 



































General Purpose Motors_._._——ss—‘C—C‘;‘;C SSCS. L COMPRESSORS, PUMPS, 
(5 ne re ee rr a a en aa Eee ae 


DELCO CAPACITOR START—INDUCTION RUN-—-RIGID 
MOUNTING—HIGH TORQUE—CONSTANT SPEED—CONTINU- 


OUS DUTY—OPEN FRAME-SLEEVE BEARING—‘REVERSIBLE 
115-230 VOLT, 60 CYCLE, 1750 R.P.M. 
































ios Se anf Pe ff pb a" 
Oo. Is Shipped 
va Defoe [fa Pf ow 


Rebtel 115-230 VOLT, 60 CYCLE, 1750 RP.M. 


i» 



































tRotation Pulley 
End as Motor 


Motor 
No. _ Fig. 


Is Shipped 
S-7210 Pets 61% C.W. 
7a 7aIE 10% ew. 
snes? [a foul + pow fon [+ om 


*Dimension given is full distance between mounting holes or double distance to center line. 
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COMPRESSORS, PUMPS, General Purpose Motors 


STOKERS, ETC. 


PTT OD capacitor START—INDUCTION RUN-—RIGID 


MOUNTING—HIGH TORQUE—CONSTANT SPEED—CONTINU- 
OUS DUTY—OPEN FRAME-—SLEEVE BEARING—‘REVERSIBLE 
—~MANUAL RESET THERMOTRON EQUIPPED-Y,, 4 and V3 








H.P., 115 VOLT—\2 and 3% H.P., 115-230 VOLT, 60 CYCLE, 
1750 R.P.M. 















































. R ion Pull 

‘. Is Shipped 
ee x 
sro] + [oe [oe [6 [a [os [on x 


*Dimension given is full distance between mounting holes or double distance to center line. 
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General Purpose Motors... = ===—=———SS——S—S—CSCSsSSSS COMPRESSORS, PUMPS, 
See eee eee ee 


BET capacitor START—INDUCTION RUN —RIGID 


MOUNTING—HIGH TORQUE—CONSTANT SPEED—CONTINU- 

OUS DUTY—OPEN FRAME-—SLEEVE BEARING—'REVERSIBLE 

—-AUTOMATIC RESET THERMOTRON EQUIPPED—-'%, 4 and 
¥Y3 H.P., 115 VOLT—60 CYCLE, 1750 R.P.M. 




















Pa oR 
No. Is Shipped 
CE 
A-8151 % | 6 4 | 116 | 336 re a 85%] CW. 


*Dimension given is full distance between mounting holes or double distance to center line. 











COMPRESSORS, PUMPS, General Purpose Motors 


STOKERS, ETC. 


| DELCO | CAPACITOR START—INDUCTION RUN—CRADLE 


TYPE RUBBER RING MOUNTING—HIGH TORQUE-—CONSTANT 
SPEED—CONTINUOUS DUTY—OPEN FRAME-SLEEVE BEAR- 








ING — fREVERSIBLE—'%, %4 and 4 H.P., 115 VOLT—'% H.P., 
115-230 VOLT—60 CYCLE, 1750 R.P.M. 








































a 
\ yi 






































meer pefme] ats [ic [> [re] oe [x |e |e | mo [aR 
° Is Shipped 
oli |u| ose lm [se [a| 3 [2 [os[m] | | ow 
xoool i [x | os [erefiom [ae [+] 3 [2 [os || am] mel cw. 





VY, and % H.P.., ti 

115 VOLT, | 
V3 H.P., 

115-230 VOLT 





a-soss] | 6 | 734 | 494 





16 *Dimension given is full distance between mounting holes or double distance to center line. 














General Purpose Motors_.— ss SCSCSCSCSCSCSM COMPRESSORS, PUMMPPSS,, 
See aR or ee ee ae re 


TTD capacitor START-—INDUCTION RUN-CRADLE 


TYPE RUBBER RING MOUNTING—HIGH TORQUE-CON- 

STANT SPEED—CONTINUOUS DUTY—OPEN FRAME-—SLEEVE 

BEARING—‘REVERSIBLE—MANUAL RESET THERMOTRON 
EQUIPPED—115 VOLT, 60 CYCLE, 1750 R.P.M. 




















Motor BA ba tee ig? Pulls ey 
No. 


= effete ex we ef or ow 
sono Joon [os fox [| 3 | =] | | om] ome] ow 


*Dimension given is full distance between mounting holes or double distance to center line. 











COMPRESSORS, PUMPS,___ General Purpose Meters 
ee ee ee eee 


. 


CAPACITOR START—INDUCTION RUN—CRADLE 
TYPE RUBBER RING MOUNTING—HIGH TORQUE-CON- 
STANT SPEED—CONTINUOUS DUTY—OPEN FRAME-—SLEEVE 
BEARING—tREVERSIBLE—AUTOMATIC RESET THERMOTRON 
EQUIPPED—'%, 4 and 3 H.P., 115 VOLT—'2 H.P., 115-230 
VOLT, 60 CYCLE, 1750 R.P.M. 




















Fig. 1 Fig. 2 





zy EN CA =a 
: s Shipped 
roa | [or [o [ow [x [o> [2 [os cw 
wail x |e fo [aselore [oe fe | 9 |? [oe [oe [om [ome] ow 
xeon] |e [os] fuse foe To |» [2 [om [| om | om] ow 
ele | [mbox lw foe [s basal [mmx [> from ow 


CITED nor REVERSIBLE—C. W. ROTATION SHAFT END 


cae] [=] = [= [owl [* [= [melon ps [| oe 
vow [ [foe] = [romalee [o [2 [ome [on | | 2m | oe 
xl [oe fou | = [aw [oe Lo [9 [ome [os | oe [2 | 00 


*Dimension given is full distance between mounting holes or double distance to center line. 
18 7 
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General Purpose Motors_._. == = ===S————SCSCSCSCSCSMCO.MPPRSSCORS, PUMPS, 
Sis sc ee ceca TS See eT ee RTE Meme as 


| DELCO CAPACITOR START-INDUCTION RUN-—RESILIENT 


BELT TIGHTENER MOUNTING—HIGH TORQUE—CONSTANT 

SPEED—CONTINUOUS DUTY—OPEN FRAME-—SLEEVE BEAR- 

ING—NOT REVERSIBLE—C. W. ROTATION PULLEY END-— 

AUTOMATIC RESET THERMOTRON EQUIPPED —115-230 
VOLT, 60 CYCLE, 1750 R.P.M. 






15 VOLT |; 
60 CYCLE, 
1750 
R.P.M. 







iii 1 tee Le ne tot eta tee eet 


-  *Dimension given is full distance between mounting holes or double distance to center line. 

















HOME WORKSHOPS, CCCC(‘#$$NNSS General Purpose Motors 
aa a Ra TR Pa A RPL: 


PACKARD CAPACITOR START—INDUCTION RUN-—- 


RIGID MOUNTING—MEDIUM TORQUE-—CONSTANT SPEED— 

CONTINUOUS DUTY-—OPEN FRAME-BALL BEARING-— 

TREVERSIBLE—MANUAL RESET THERMOTRON EQUIPPED— 
115-230 VOLT, 60 CYCLE, 1750 R.P.M. 








abditeied CAPACITOR START-INDUCTION RUN- 


RIGID MOUNTING—MEDIUM TORQUE—CONSTANT SPEED — 
CONTINUOUS DUTY—OPEN FRAME-BALL BEARING— 
DOUBLE SHAFT EXTENSION—‘REVERSIBLE—EQUIPPED WITH 
MANUAL RESET THERMOTRON, 8’ CORD and PLUG and 
ON-OFF TOGGLE SWITCH-—115 VOLT, 60 CYCLE, 3450 R.P.M. 


C 











*Dimension given is full distance between mounting holes or double distance to center lin 
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General Purpose Motors__._————SSSSSSSSSSCCCCOMPRESSORS, PUMPS, 
Seawihe 3t, 4 Ji: OR ae Ra nae aie a ae RS 


TTD ec pursion START—INDUCTION RUN-RIGID 


MOUNTING—HIGH TORQUE—CONSTANT SPEED—CONTINU- 
OUS DUTY-—BRUSH RIDING—OPEN FRAME-—‘REVERSIBLE— 





115-230 VOLT, 60 CYCLE, 1725 R.P.M. 



































Fig. 3 
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xioals [3 [a | 9% | ww [su] +9 [7% | a [199%] 1 | 3% | 19% | COW. 


*Dimension given is full distance between mounting holes or double distance to center line. 21 

















ALi APPLICATIONS 
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OUS DUTY—COMPOUND WOUND-SLEEVE BEARING-— 


REVERSIBLE—SHIPPED WITH C.C.W. ROTATION COMMU- 


TATOR END—1750 R.P.M. 
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99 *Dimension given is full distance between orn holes or double distance to center line. 


General Purpose Motors__. == —=——SSSsSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSS_SALL APPLICATIONS 





TTD virecr CURRENT—RIGID MOUNTING—CONTIN- 


UOUS DUTY—COMPOUND WOUND-SLEEVE BEARING-— 

REVERSIBLE—SHIPPED WITH C.C.W. ROTATION COMMU- 

TATOR END—MANUAL RESET THERMOTRON EQUIPPED 
1750 R.P.M. 
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*Dimension given is full distance between mounting holes or double distance to center line. 
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BLOWERS AND FANS_____§_+_¥_¥_¥=+=sSi-_.__—s C(t C@D@finifte Purpose Motors 
(age Slate Ne aah eC TT e/a RRR a aaasenenns ts bls fide is 5. sturonibeci ce tdi 


PACKARD SPLIT PHASE—CRADLE TYPE RUBBER RING 


MOUNTING—CONTINUOUS DUTY—OPEN FRAME-SLEEVE 





BEARING—!‘REVERSIBLE-—115 VOLT, 60 CYCLE, 1750 R.P.M. 


P C 









KG Fen, 
OEE 
- 





Fig. 1 Fig. 2 









TRotation Pulley 
End as Motor 
Is Shipped 

C.C.W. 


to oral eel Ee 
S-7214 61% 
S-7215 | 2 61% 
S-7216 61546 


CITTD...., PHASE—CRADLE TYPE RUBBER RING 


MOUNTING—CONTINUOUS DUTY-—TOTALLY ENCLOSED 
FRAME-SLEEVE BEARING—‘REVERSIBLE—SUITABLE ONLY 
FOR PROPELLER FAN DUTY WHERE AIR IS DRAWN OVER 
MOTOR-— 
115 VOLT, 
60 CYCLE, 
1150 R.P.M. 










C.C.W. 
C.C.W. 





















cep pee Pl] =| Pe 
Is Shipped 
Li | 644 254 | 634 

1% | 3% 


*Dimension given is full distance between mounting holes or double distance to center line. 







































Definite Purpose Motors__._————— CSCS BLOWERS. AND FANS | 
i 


CED seis PHASE-CRADLE TYPE RUBBER RING 


MOUNTING—CONTINUOUS DUTY-—OPEN FRAME-SLEEVE 
BEARING—‘REVERSIBLE—AUTOMATIC RESET THERMOTRON 
EQUIPPED—115 VOLT, 60 CYCLE, 1725 R.P.M. 



































Sad i 
caw. o 
l 
(e: 














Fig. 1 


A-8260 


PACKARD 115 VOLT, 


60 CYCLE, 
1750 R.P.M. 












tRotation Pulley 
nd as Motor 
Is Shipped 




































A 
$1047 4 [3 [1 


*Dimension given is full distance between mounting holes or double distance to center line. 


i) 
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BLOWERS AND FANS____.__§_§+_+_+_+=+=ss=s§s§s=sSsSs—C——CO_ FC_sSCsC#PDeefinite Purpose Motors 
(a iti nase ome ce eee ARSE SES ERS amencocne Tnsntiiclon Meat. Se nesnsniace 


CET D sein PHASE—CRADLE TYPE RUBBER RING 


MOUNTING — CONTINUOUS DUTY-— OPEN FRAME — SLEEVE 
BEARING —'REVERSIBLE— MANUAL RESET THERMOTRON 





EQUIPPED—TWO SPEED-—115 VOLT, 60 CYCLE, 
1725-850 R.P.M. 










za U | BA So "End ae Motor” 
Sete artes "GW. 
6% | 5% | 25% | 634 C.W. 
C.C.W. 
CAPACITOR START—INDUCTION RUN—CRADLE 
TYPE RUBBER RING MOUNTING—CONTINUOUS DUTY- 
OPEN FRAME-—SLEEVE BEARING—tREVERSIBLE—TWO 


SPEED—115 VOLT, 60 CYCLE, 1750-1150 R.P.M. 


——{f 














en oor. 
































tRotation Pulley 
End as Moto 


r 
Is Shipped 





| | 7% | 104 | 1256 | 4% | 5 | 34-54 | 2% | Te] % | 3 | 1026) 
10%4 | 13% | 4% | 5 | 34-56] 234 | Mel % | 3 | 101) 


*Dimension given is full distance between mounting holes or double distance to center line. 
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Definite Purpose Motors__._——SsSSSsSsSSsSsSsSFSFSFSCSsSCSCS LOWES. AND FANS 


ITD capacitor START—INDUCTION RUN—CRADLE 


TYPE RUBBER RING MOUNTING—CONTINUOUS DUTY-— 
OPEN FRAME-SLEEVE BEARING —'REVERSIBLE — AUTO- 
MATIC RESET THERMOTRON EQUIPPED —Y, H.P., 115 VOLT 
—-', and % H.P., 115-230 VOLT, 60 CYCLE, 1750 R.P.M. 











eS ‘ 


+Rotation Pulley 
N U BA End as Motor 
Is Shipped 


64 












 Cc.w. 





8% 





pT T 9% T 3% [rove [35 [3% Ts 1% | 6% | of 2 


*Dimension given is full distance between mounting holes or double distance to center line. 
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OIL BURNERS___m-_._.muwmuw8......... ~~Definite Purpose Motors 


PACKARD SPLIT PHASE—FLANGE TYPE HORIZONTAL 


MOUNTING—CONTINUOUS DUTY-—SLEEVE BEARING—NOT 
REVERSIBLE—MANUAL RESET THERMOTRON EQUIPPED — 
LEAD OUTLET DRILLED AND TAPPED FOR USE OF “BX” 


CONNECTOR-115 VOLT, 60 CYCLE, 1750 R.P.M. 
















Rotation 

Cc N U V AH AK |BB {BC BE '| BF BV | Pulley 
End 

ac i BE) [ecw 
= zh [ew 



















7.240 
370 


7.240 
1380 





iH 
Z 3 






C.W. 





28 





























oe) 











Definite Purpose Motors... esssssssss—‘ RM UUhULULUmULULULUURONERS 


CID sour PHASE-—RUBBER RING MOUNTING—NO 


BASE—CONTINUOUS DUTY—OPEN FRAME-SLEEVE BEAR- 
ING—NOT REVERSIBLE—ROTATION C.C.W. PULLEY END— 
115 VOLT, 60 CYCLE, 1725 R.P.M. 






































63th L OVER THRU BOLT 
© BOSSES-BOTH ENDS 


? CE Sr ee 
od 


Definite Purpose Motors__.————essssssSCessssssssSsSsSSsSsSsC‘CSsSsC—CSSS__D ISH WASHERS 


PIT D sour PHASE—FLANGE TYPE VERTICAL MOUNT- 


ING (SHAFT UP)—CONTINUOUS DUTY—OPEN FRAME-BALL 
BEARINGS—NOT REVERSIBLE—MANUAL RESET THERMO- 
TRON EQUIPPED—115 VOLT, 60 CYCLE, 1725 R.P.M. 

} _ 


























Rotation 


Pulley End 






20. 





CELLAR DRAINERS_______————CSsC‘C‘<—C~C;73TCti(ttt(‘(i‘éiM finite Purpose Motors 
Sa em ma em ma TR IIE ARE AA REE 0 OEY 


PACKAR D SPLIT PHASE—EXTERNAL HUB TYPE VERTICAL 
SHAFT DOWN MOUNTING—CONTINUOUS DUTY-—OPEN 


FRAME—BALL BEARING~NOT REVERSIBLE—EQUIPPED 
WITH BRACKET FOR MOUNTING CUSTOMERS FLOAT 
SWITCH—115 VOLT, 60 CYCLE, 1750 R.P.M. 


P 












Rotation 


Pulley End 


*Drip Cover No. 5215589 available at additional price and must be ordered separately. 





SPLIT PHASE—INTERNAL HUB TYPE VERTICAL 
SHAFT DOWN MOUNTING—CONTINUOUS DUTY—OPEN 
FRAME—BALL BEARING—NOT REVERSIBLE-—C.C.W. ROTA- 
TION PULLEY END—AUTOMATIC RESET THERMOTRON 
EQUIPPED—EQUIPPED WITH ‘FLOAT SWITCH, 8’ CORD AND 
PLUG, SHAFT COUPLING AND DRIP COVER—115 VOLT, 60 
CYCLE, 1725 R.P.M. 





“ON" POSITION 


MOVEMENT | 


260 









i AN 


{Closing Pressure 8-12 oz.—Opening Pressure 8-12 oz. 
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Definite Purpose Motors_. = ————eeses—CeessssSsSsSCSsSCSsC‘CSssSSSSSSS_ JET PUMP MOTORS 


CID sour PHASE-FLANGE TYPE VERTICAL SHAFT 


DOWN MOUNTING—CONTINUOUS DUTY— OPEN FRAME 
EQUIPPED WITH DRIP COVER—BALL BEARING — NOT 
REVERSIBLE—C.C.W. ROTATION PULLEY END—AUTOMATIC 
RESET THERMOTRON EQUIPPED—115 VOLT, 60 CYCLE, 
3450 R.P.M. 

te 











( —_—_____ 




















PTT ED capacitor START-INDUCTION RUN-FLANGE 


TYPE VERTICAL SHAFT DOWN MOUNTING—CONTINUOUS 

DUTY—OPEN FRAME EQUIPPED WITH DRIP COVER-BALL 

BEARING—NOT REVERSIBLE—C.C.W. ROTATION PULLEY 

END —- AUTOMATIC RESET THERMOTRON EQUIPPED-— 
115-230 VOLT, 60 CYCLE, 3450 R.P.M. 






















}-16 A.N.C. THD. CLASS 2- A DEEP 
4 HOLES EQUALLY SP 
NO. 16 (B.8S. GA.) LEADS 

TO EXTEND !2" BEYOND FRAME 


Motor 
= ec 
2 [ow | mw | tS We 
i 
31 | 


YA-6731 
A-8426 


A-8427 


SMALL FANS____C“‘(‘®RUCC(NC#@D efiniite Purpose Motors 





SHADED POLE-NO BASE-SLEEVE BEARING-— 
HORIZONTAL MOUNTING ONLY-—NOT REVERSIBLE -115 
-esmon _ WOLT, 50/60 CYCLE 
















*FAN BLADE TMOUNTING BRACKET PACKAGES 


43," 53%” 
Height from Height from 
Bottom of Base {| Bottom of Base 
to Center to Center 
Part Blade Part of Shaft of Shaft 


Motor R.P.M. 
No. Speed A C 
No. Dia. N Part No. Part No. 


o o. 
A-8453 1350 5301661 | 756" 1056973 1059843 1059844 






SUCKER 
TYPE 





PUSHER 
TYPE 









BALL BEARING—ANY MOUNTING POSITION— 
NOT REVERSIBLE—115 VOLT, 50/60 CYCLE 





165 MIN. DIA. 

090 saamt | ee iy ’ 
39-Uh 208 te 

ps 3 


NO. 18 GA. 2 CONDUCTOR——_r# 
MID RIP PLASTIC CABLE 

















FULL DEPTH OF THREADS 


*FAN BLADE TMOUNTING BRACKET PACKAGES 


434" 53%” 
Height from Height from 
Bottom of Base | Bottom of Base 
to Center to Center 
Part Blade Part of Shaft of Shaft 
No. Dia. No. Part No. Part No. 


Oo Oo 
A-8450 1350 5301661 1056973 1059843 1059844 


*If required Fan Blades listed are available at additional cost. 


















SUCKER PUSHER 
TYPE TYPE 






tIf required Mounting Bracket Packages listed are available at additional cost. These Mounting Bracket Packages consist 
of 1—Mounting Bracket, 3—Rubber Mounting Bushings, 3—Screws and 3—Washers (Screws and Washers are not 
required for mounting on Sleeve Bearing Motors). 


32 









































Delco Grinders 








Model A-1828 
Y,; H.P. Ball Bearing 





1g H.P. Ball Bearing Utility 
Grinder 

Net Weight 40 Lbs. 

Grinding Wheel 6” x 34” 

Scratch Brush 6” 

~Ys#H.P., 115 Volts, 60 Cycle, 

Split Phase, 3450 RPM 


This low-priced utility 
grinder is ideally suited for 
home workshops, tire repair 
shops, garages, etc. Motor is 
equipped with sealed-in New 
Departure ball bearings packed 
with ample supply of grease, 
toggle switch, six foot cord and plug, and rubber feet on base. Equipped with one 6” x 34” Fine grinding 
wheel, guard and adjustable tool rest, and one 6” scratch brush. 

Adjustable shatter-proof eyeshield available for grinding wheel at slight extra cost. 





Ba 


“ 4, 
¥ % oe 
Bee F aes 7 
. oe x a ge Tes. Um 
eS uk Las oa 
% 





Model A-1843—'/3 H.P.—Ball Bearing 
Net Weight 40 Ibs —Wheels 6” x 34” 
VY; H.P., 115 Volts, 60 Cycle, Split Phase, 3450 R.P.M. 





A low-priced general purpose type grinder with high priced advantages. Heavy duty Delco motor 
mounted on cast iron base. Adjustable tool rests. Will carry wire or cotton brush since guards are remov- 
able. A utility grinder as well as buffer, for general purpose work. Ideally suited for home work-shops, 
garages and repair shops. 

Motor is equipped with sealed-in New Departure ball bearings packed with ample supply of grease, | 
toggle switch, six foot cord and plug and rubber feet on base. Equipped with two 6” x 34” wheels—one 
coarse; one fine. 

Adjustable shatter-proof eyeshields are available at slight extra cost. 
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Sunlight Bench Grinders 








Model 194 
Y; H.P. Ball Bearing 
Premier Grinder 


A rugged general pur- 
pose high speed grinder for 
heavy duty grinding and 

olishing. It is strongly 

uilt—durable—well bal- 
anced and conservatively 
rated to do thoroughly the 
job for which it is intended. 
Will give years of trouble- 
free service. 

The motor is 4 H.P., 
115 Volt, 60 Cycle,-3450 R. 
P.M., Condenser Start (for 
low starting current) Heavy 
Duty type, equipped with 
sealed-in dust and grit proof 





‘New Departure Ball Bear- 


ings packed with an ample | 

supply of good grease, toggle switch, six foot rubber covered cord and plug and rubber feet on base. 
Grinder is equipped with two 7” x 34” wheels—one coarse, one fine; also sturdy guards around each 

wheel incorporating protection caps over wheel nuts and adjustable shatter-proof eye shields (at no extra 

cost) affords ample protection to the operator and adjustable tool rests offer added convenience. 


Also available in 230 Volt, 60 Cycle— Model 196 


Model 198 
Y, H.P. Ball Bearing 
Supreme Grinder 


A rugged all purpose high 
speed grinder for extra heavy- 
duty grinding and polishing. 
It is strongly built—durable 
—well balanced and conserv- 
atively rated to do thorough- 
ly the extra heavy-duty job 
for which it is intended. Will 
give years of trouble-free 
service. 

The motor is % H.P., 
115 Volt, 60 Cycle, 3450 
R.P.M., Condenser Start (for 
low starting current) Heavy- 
Duty type, equipped with 
sealed-in dust and grit proof 
New Departure Ball Bear- 
ings packed with an ample supply of good grease, Toggle Switch, six foot rubber covered cord and plug 
and rubber feet on base. 





GRINDER FEATURES: 


1. Two 7” x 1” wheels—one coarse; one fine 3. Adjustable Tool Rests 
2. Sturdy Wheel Guards 4. Water Pan 
5. Adjustable Shatter-Proof Glass Eye Shields (at no extra cost) 


Also available in 230 Volt, 60 Cycle— Model 199 
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Sunlight Bench Grinders 








Model 191 
% H.P. Ball Bearing 
Utility Grinder 





This grinder is designed 
especially for Tire Repair 
Shops and Garages where 
grinding or polishing is fre- 
quently done. The Tire 
Repair Shop will find this 
unit of utmost value in 
cleaning tires and tubes as 
it is equipped with a 6” wire 
scratch brush and a 6” x 34” 
grinding wheel, for which a 
great many uses will be 
found. The guard around 
the grinding wheel is ad- 
justable, as is the tool rest, 
which is designed so that it 
can be moved in accordance 
with the wearing of the 
wheel. The outside of the guard is open for side grinding. | 

This compact unit is equipped with sealed-in, dust and grit proof New Departure Ball Bearings, 
which are packed with an ample supply of good grease. 

The motor is 144 H.P., 115 Volt, 60 Cycle, 1750 R.P.M., Split Phase Heavy-Duty type, equipped 
e with a toggle switch and a six foot rubber covered cord and plug. Base has rubber feet to remove any 











vibration and to hold the unit stationary. Adjustable Shatter-Proof Glass Eye Shield Optional at 
slight extra cost. 


Also available in 230 Volt, 60 Cycle— Model 200 


Model 192 
% H.P. Ball Bearing 
Green Flash Grinder 





A sturdy high speed grinder 
for all general shop and house- 
hold grinding purposes. 

The motor is 4% H.P., 115 
Volt, 60 Cycle, 3450 R.P.M., 
Split Phase Heavy-Duty type, 
equipped with sealed-in dust 
and grit proof New Departure 
Ball Bearings packed with an 
ample supply of good grease, 
toggle switch, six foot rubber 
covered cord and plug and 
rubber feet on base. 

Grinder is equipped with two 6” x 34” wheels—one coarse; one fine, also sturdy adjustable guards 
around each wheel afford ample protection for the operator and adjustable tool rests offer added con- 
venience. Adjustable Shatter-Proof Glass Eye Shields optional at slight extra cost. 


Also available in 230 Volt, 60 Cycle— Model 197 
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DELCO CONNECTION DIAGRAMS 


SINGLE VOLTAGE - THER MOTRON 


SINGLE VOLTAGE -REVERS/IBLE - THE RMOTRON 


No. 1 4 No. 9 


DIAGRAMS AS SHOWN ARE FOR COW MOTATION: SWITCH ENO 
TO MEVERSE -INTFEROCHANGE LEAOE (ANO}X -2 ANDO 4 


40W VOLTAGE mIGH VOLTAGE 
OVAL VOLTAGE - THMERMOTMOM- AEVERS/(BLE 


No. 4 


TO M&VERSE -INTERCHAN 


LOW VOLTAGE MIGH VO. TAGE 
QUAL VOLTABE - NO THERMOTAON - REVERS IOLE 





No. 6 


WME, 


TO 6 VL RS Ee INTERCHANGE REO 4EAOS 
SINGLE VOLTAGE - REVERSIBLE -NO TRERMOTRON 


No. 14 





SINGLE VOLTAGE - THERMOTRON 


No. 17 








LOw VOLTAGE 


@EVERSE (NTERCHANGE 
EO 


LEAOS 


No. 10 


OVAL VOLTAGE - THLAMOTRON 


No. 5 


S/NGLE VOLTAGE 


- THER MOTRON 


No. 12 


+WIGH VOLTAGE 





“SINGLE VOLTAGE - THERMOTRON 





SINGLE VOLTAGE - NO THERMOTRON 


No. 16 















































DELCO CONNECTION DIAGRAMS 


To Pivteea- WiVEREHALMOL P40 1 40% 
Te REVERSE With atHAdet C42 LEAOS 


adiGel bo. tace 
SvlGik Vesraee 2 $2400 . We Tet Por Mon- FEVER S‘BLE 


Ova Vesraet . Vo Teh Goran - PEVERSGCLE 





No. 2 | No. 7 


To @4vVE@SE [NTE ACHMANGE BEC LELOSD 


Lew VOLT aee Med Co. taad 


Ova VOLTAGE - THE @rto) Mon -— PEVERS‘OLE 





No. 8 


LOW VoLTace MiG Vo.Taees 


DUAL VOLTAGE: TFHERMOTHON 





No. 18 


PACKARD CONNECTION DIAGRAMS 
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PACKARD CONNECTION DIAGRAMS 















































Care of the Motor 


BEARINGS 


Bearings perform one of the most important 
functions of the motor. A little care at regular 
intervals to see that the reservoirs have a suffi- 
cient supply of proper lubricant will definitely 


show a big saving in service interruption and 


expense. 


SLEEVE BEARINGS 


Used on Delco and Sunlight Motors give an 
efficient, long and trouble-free life with proper 
care in lubrication. Always add oil of proper 
grade to reservoir until it starts to drip from 
overflow hole in end head. 


For motors up to 4% H. P. inclusive 
S.A.E. 10W. 


For motors 4 to 3 H.P. 
S.A.E. 20W. 


For motors 5 H.P. and larger 
S.A.E. 30. 


S.A.E. 40 when motors are operating under 
high temperatures. 


BALL BEARINGS 
Should be greased regularly but sparingly. 


Too much grease will cause a bearing to run 
hot. The proper grease is a non-hardening 
grease made for ball and roller bearing lubrication. 


COMMUTATOR AND BRUSHES 


A Commutator which is dirty or rough may 
be cleaned and smoothed by sanding with No. 
00 sandpaper using a flat piece of wood and 
shifting paper from side to side while motor is 
running to prevent grooving. (Never use emery 


cloth or emery paper on commutator or brushes.) 
Brushes should always press firmly on the com- 
mutator and move freely in the holders. They 
should fit snugly and should not be allowed to 
wear down until the bearing in the holder has 
been greatly reduced. 


KEEP THE MOTOR CLEAN 


If dust or dirt accumulates in the motor it should 
be removed with a bellows or compressed air. 
The frequency of this cleaning should be gov- 
erned by the rapidity of accumulation which 
varies with. the location and nature of the appli- 
cation. 


LOW VOLTAGE IS DANGEROUS 


Low voltage places an equivalent of an overload 


on the motor and greatly reduces its “pep” and 


may cause the motor to burn out. Check your 
voltage at the motor terminals before starting 
and while motor is pulling its rated load. If volt- 
age is below the normal power line voltage, have 
your local power company remedy the condition. 


SERVICE 

United Motors Service through its Branches and 
Authorized Electric Motor Service Stations in 
75 leading trading centers, maintains the only 
Authorized Field Service on Delco and Sunlight 
motors. These service stations are manned by 
especially trained men, supplied with adequate 
factory information, and equipped with the latest 
approved apparatus for testing and repairing 
motors. Local stocks of parts and motors are 
backed by warehouse stocks in 20 cities. 





Delco and Sunlight Electric Motor 
Service Parts Catalog A-1801 


Complete Parts Information and Application Data 
for Delco and Sunlight Electric Motors. If you do 
not have a copy, obtain one from your local Delco 
and Sunlight Electric Motor Distributor or write us 


direct. 


United Motors Service 
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